AP-0006 9-— 


King 


NECROPSY REPORT 


Species & Sex : Killer Whale , Orcinus orca , male 
Body Length & Weight 1 445 cm 1220 kg 

Arrival Date : Feb. 11 , 1980 

Death Date + Oct .4 , 1983 


Cause of Death : Acute pneumonia 


General : no abnormalities 

Oralcavity : normal ~ 

Eye , Ear : normal 

Nostril : normal 

Muscloskeletal system : normal 

Heart, large vessels : normal 

Lungs : Lungs appearvenous.congestion ; lung tissue appear dark red 

with cut section easily sinking in water. 

Lymphatic systems : hilar lymph node appear dark red, enlarged. 

Liver : discoloration slightly. 

Stomach: there are several abcess (1 cm in diameter ) at mucosal surface 
ef third stomach. 

Intestine : normal 

Spleen : appear.red to tan, enlarged slightly. 

Kidney : normal 

Urinary bladder : no abnormalities 


Genital organs : premature 
All other organs appear normal upon gross examination. 


Gross Pathological Diagmosis; . Acute pneumonia 
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NECROPSY REPORT 


Species & Sex: Killer Whale, Orcinus orca, Female 
Animal Name: Calen 

Body Length & Weight: 494.5 cm, 1760 kg 

Arrival Date: Feb..11, 1980 

Death Date: May 4, 1987 

Cause of Death: Agranuloytosis (by blood test) 


Subcuticular tissue: Consists of localized yellow substance 
on left side of body 

Lymphatic systems: Hilar Lymphonodus enlarged 

Stomach: Forestomach contains 11 kg fish, it forms several 
slight swellings approxiate, 2 cm in diameter on 
mucosal surface 

Liver: Contains much mass of gas (postmortal changes) 

Intestine: Contains much mass of gas (postmortal changes) 

Genital organs: Cyst 5 cm in diameter lies to left ovarian 


All other tissues appear normal upon gross examination 


Gross Pathological Diagnosis: Uncertain (much mass of gas 
expands in hole body by post- 
mortal change) 
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NECROPSY REPORT 


Species & Sex: Killer Whale, Orcinus orca, Female 
Animal Name: Freyja 

Body Length & Weight: 415 cm, 1040 kg 

Arrival Date: Nov..4, 1985 

Death Date: Sep. 16, 1987 

Cause of Death: Acute enteritis 


General: Bladder is well developed 

Musculoskeletal system: Normal 

Trachea: Contains much white frothy fluid 

Lungs: Frothy fluid come out from cut surface, tissue becomes 

dark red, with cut section float below the water surface 
Lymphatic systems: Lymphatic node lies adjacent to pancreas 
appear dark red partly and enlarged 

Stomach: Forestomach contains some fish, mucosal surface have 
ulcer 2-3 cm in diameter partly 

Liver: Normal 

Intestine: Appear dark red upper, middle and end of mucosa, 

these areas contain brown red fluid 

Pancreas: Appear dark in restricted area 

Kidney: Normal 

Urinary bladder: Normal 

Genital organs: Premature 


All other tissues appear normal upon gross examination 


Gross Pathological Diagnosis: Acute enteritis 
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